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C-O-H-F-I-D-E-tf-T-I-A-L 

Enclosure A - Green Border Guard and AVH Casern Hear Szeged 


-1200 meters 


Highway 


500 meters 





Legend 

1* Medical building, one story, red brick, reddish V-shaped roof. 
2. Barracks. Six- story, red brick, V-shaped roof. 

3- One-story connecting link between buildings. 

4. Administration building, two-story. 

5- Kitchen. One-story, 
a. Garage. 

6. Cultural Entertainment Section. 

7- Fence around Casern. 

8. Ammunition Dump 0 
9* Entrance. 

10. Guardhouse. 

11. Open Area. 


C-O-H-F-X-D-E-N-T-X-A-L 


Sanitized Copy Approved for Release 2010/10/01 : CIA-RDP81-01043R001 1001 10012-0 









